Sheryl P. Walter Declassified/Released US Department of State EO Systematic Review 20 Mar 2014 


Message Text 

CONFIDENTIAL 

PAGE 01 ATHENS 07130 180827Z 
ACTION SY-05 

INFO OCT-01 EUR- 1 2 ISO-OO /018W 

022117 19041 1Z/12 

R 180805Z AUG 78 
FM AMEMBASSY ATHENS 
TO AMCONSUL FRANKFURT 
INFO SECSTATE WASHDC 7276 
AMEMBASSY BUCHAREST 

CONFIDENTIAL ATHENS 7130 

FRANKFURT FOR OIC/RTC; BUCHAREST FOR RSO; 

DEPT FOR A/SY/OPS/T. 

E.O. 11652: GDS 
TAGS: ASEC 

SUBJECT: ACR AIR CONDITIONER 

REF: STATE 209153 

1 . TSO ATHENS HAS NO QUALIFIED OR KNOWLEDGEABLE PERSONNEL 
TO ASSIST IN AIR CONDITIONER INSTALLATION OR REPAIR. 

2. REQUEST RTC/FRANKFURT PROGRAM ASSISTANCE TO 
BUCHAREST WHEN UNIT IS SHIPPED TO POST IN TIME 
FRAME INDICATED IN TELEGRAM. 

3. ATHENS WILL ASSIST IF NECESSARY. 

MCCLOSKEY 


CONFIDENTIAL 


NNN 
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